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HULL  AND  GOOLE  POET  SANITAEY 

AUTHOEITY. 


Constituted  by  an  Order  of  the  Local  Government  Board, 

dated  11th  June , 1887. 


Members  elected  by  the  Corporation  of  Kingston- 

upon-Hull. 

Mr.  Alderman  Evan  Fraser  (Chairman), 

Mr.  Councillor  S.  Cohen, 

Mr.  Councillor  A.  E.  Lessen. 

Members  elected  by  the  Urban  Sanitary  Authority  for 

the  district  of  Goole. 

Mr.  G.  Gleadow  ( Deputy -Chairman) , 
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HULL  AND  GOOLE  POET  SANITAEY 

AUTHOEITY. 


Officers  of  the  Authority— 

E.  Hill  Dawe,  Clerk. 

John  W.  Mason,  M.B.,  C.M.,  D.P.H,,  M.E.C.S.E., 

Medical  Officer  of  Health. 

John  B.  Close,  M.D.,  L.E.C.P.L.,  M.E.C.S.E., 

Deputy  Medical  Officer  of  Health. 

M.  D.  Penney,  F.C.S.,  Analyst  to  the  Authority. 

William  H.  Crane,  Certified  Associate  Sanitary 

Institute,  Port  Sanitary  Inspector. 

Prank  Stokes,  Assistant  Port  Sanitary  Inspector. 

William  Smith,  Master , Hospital  Ship. 

A.  Gibbs,  Captain , Steam  Launch. 


Offices  of  the  Authority— 

3,  Minerva  Chambers, 

Humber  Dock  Side,  Hull. 


East  Parade,  Goole. 


REPORT 


To  the  Chairman  and  Members  of  the 

Hull  and  Goole  Port  Sanitary  Authority. 
Gentlemen, 

I have  the  honor  to  present  to  you  my  Sixth 
Annual  Report,  for  the  year  1893,  comprising  statistical 
returns,  shewing  the  work  done  and  the  measures 
adopted  for  the  prevention  of  the  importation  of  infectious 
diseases. 

During  the  year  I have  made  75  inspections,  and 
your  Deputy  Medical  Officer  of  Health  32  inspections  of 
vessels,  either  for  the  purpose  of  investigation  as  to  the 
causation  of  disease,  the  removal  of  sick  persons  suffering 
from  infectious  disease  to  the  hospital,  or  the  remedying 
of  sanitary  defects. 

Vessels  inspected  during  the  year,  from  January  1st 
to  December  31st,  1893  : — 


Hull. 


British  Steam  Ships 

1780 

,,  Sailing  Ships 

570 

,,  Fishing  Vessels 

287 

Foreign  Steam  Ships 

356 

,,  Sailing  Ships 

324 

3317 

Carried  forward... 

...  3317 

6 


Brought  forward... 

# • • 

Goole. 

British  Steam  Ships 

670 

,,  Sailing  Ships 

162 

Foreign  Steam  Ships  

16 

,,  Sailing  Ships 

92 

Extra  inspections  of  work  in  hand 

„ ,,  made  to  see  if  regula- 

tions  are  carried  out 

• • ♦ 

Total 

• • • 

The  Nationalities  of  the  vessels 

were  a 

ly 

British  ... 

3469 

Norwegian 

224 

Swedish 

193 

German 

115 

Danish  ... 

100 

Russian... 

97 

Dutch  ... 

38 

French  ... 

7 

Italian  ... 

4 

Belgian  ... 

4 

Greek  ... 

3 

Austrian 

2 

Portuguese 

1 

Total 

4257 

3317 


940 

4257 

247 

341 

4845 


DIETY  FOEECASTLES. 

The  forecastles  or  deck  houses  in  81  British  and  31 
Foreign  vessels  respectively  have  been  either  cleansed, 
painted,  or  limewashed. 


They  were  of  the  following  nationalities 

British 

81 

Norwegian 

9 

Eussian  ... 

7 

Swedish  ... 

7 

French 

3 

Italian 

2 

Belgian 

1 

Danish 

1 

Greek 

1 

Total 

112 

STEUCTUEAL  DEFECTS. 


Cases.  Remedied 


Defective  Ventilation  ...  ...  ...  16 

,,  Drainage  ...  ...  ...  ...  14 

,,  Lighting  ...  ...  ...  ...  6 

,,  Decks  Leaking  over  Forecastles...  7 
,,  Water  Closets  ...  ...  ...  2 

,,  Flooring,  and  an  accumulation  of 
foul  matter  between  the  iron 

and  wood  deck  ...  ...  ...  4 

Iron  beams  sweating  over  the  crews’  berths 

causing  damp  beds  ...  ...  ...  13 

Iron  deck  plates  sweating  over  crews’  berths 

causing  damp  beds  ...  ...  ...  4 


...  9 

...  14 

5 

...  7 

...  2 


4 

12 


Carried  forward... 


« • • 


66 


66 
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Brought  forward...  ...  66 

Iron  davit  socket  sweating  in  a man’s  berth 
causing  damp  beds  ...  ...  ...  1 

Damp  bedding  caused  by  the  situation  of 
the  bunks  being  close  to  sweating  iron 
bulkheads  ...  ...  ...  ...  ...  4 

A nuisance  caused  by  the  scupper  pipe  in 
the  forecastle  being  connected  to  a wrater 
closet  soil  pipe  ...  ...  ...  ...  1 

A nuisance  caused  by  an  accumulation  of 
foul  matter  between  the  iron  and  wood 

deck  in  a sleeping  berth  ...  ...  ...  1 

Communication  between  a paint  locker, 
lamp  room,  and  forecastle  ...  ...  1 


56 

1 

3 

1 

1 

1 


Total  ...  74  63 


All  are  known  to  have  complied  with  requirements, 
except  where  vessels  have  had  to  leave  Hull.  In  such 
cases  arrangements  have  been  made  for  the  work  to  be 
done  at  the  Ports  the  vessels  were  bound  to,  the  Inspec- 
tors being  notified  of  their  departure  from  this  Port. 

During  the  year  187  letters  of  caution  and  6 statu- 
tory notices  have  been  sent  to  the  owners  and  masters  of 
vessels  to  remedy  sanitary  defects. 

BOW  LOCKEES. 

On  board  of  twelve  vessels  the  bow  lockers  in  the 
forecastles  were  found  in  a dirty  condition.  The  masters 
were  written  to,  and  the  lockers  were  thoroughly  lime- 
washed. 

PAINT  LOCKERS. 

On  eleven  vessels  the  bow  lockers  were  used  for  the 
storing  of  paints,  leads,  &c.  Orders  were  given  for  their 


# 


•J* 
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removal  clear  of  the  crews’  berths,  and  in  each  case 
the  nuisance  was  abated  before  the  vessels  left  Hull. 

FOUL  LIGHTEES. 

During  the  year  the  lighters  lying  in  the  docks  have 
been  periodically  inspected.  In  several  cases  a serious 
nuisance  was  found  to  exist,  arising  from  stagnant  bilge 
water  in  the  bottom  of  the  hold  The  Owners  were 
written  to  and  steps  were  forthwith  taken  to  abate  the 
nuisance. 

VISITS  TO  GOOLE. 

During  the  year  forty  visits  have  been  made  to  the 
Port  of  Goole,  to  inspect  the  shipping  lying  there. 

WATEE  BOATS. 

The  Water  Boats  have  been  periodically  inspected, 
and  always  found  in  order. 

INFECTIOUS  DISEASES. 

During  the  year  twenty-two  cases  of  infectious 
disease  have  been  removed  to  the  Hospitals,  and  the 
vessels  have  been  fumigated  and  disinfected. 

On  Wednesday,  May  10th,  your  Inspector  inspected 
the  Norwegian  barque  “ Memory,”  with  a crew  of  10  hands 
all  told,  from  Jamaica.  The  Chief  Officer  informed  him  the 
vessel  left  Gefle,  July  14,  1892,  with  a cargo  of  wood  for 
Santos,  and  arrived  there  September  30th.  On  October 
26th,  three  of  the  crew  sickened  and  were  removed  to  the 
Hospital,  and  died  there  from  Yellow  Fever.  The  vessel 
left  Santos  the  same  day  for  St.  Thomas,  and  arrived  there 
December  7th,  and  left  December  14th  for  Jamaica,  and 
arrived  there  December  21st,  and  left  Jamaica  for  Goole, 
February  16th,  1893.  The  men’s  effects  had  all  been 
destroyed,  and  the  vessel  fumigated  and  cleansed. 

The  vessel  was  found  in  good  order. 
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On  Wednesday,  May  31st,  your  Inspector  inspected 
the  Norwegian  barque  “ Alice,”  from  Jamaica,  with 
a crew  of  eight  hands  all  told.  The  Chief  Officer 
in  charge  informed  him  the  vessel  left  Port-a-Baue, 
in  France,  August  27th,  1892,  for  Santos ; arrived 
at  Santos  October  31st.  On  November  4th,  three 

of  the  men  were  taken  ill,  and  the  vessel  was 
ordered  to  the  quarantine  ground ; and  arrived  there  on 
the  10th.  They  recovered  on  the  12th,  and  the  vessel 
was  cleared  and  ordered  back  to  Santos,  arriving  on  the 
14th.  The  vessel  left  Santos  January,  1893,  for  Barbadoes. 
On  the  voyage,  two  of  the  crew  sickened  with  Yellow 
Fever  ; one  died  and  was  buried  at  sea.  The  vessel  arrived 
at  Barbadoes  February  17th,  and  was  fumigated  and 
cleansed,  and  left  February  22nd  for  Kingston,  Jamaica, 
and  arrived  March  1st.  The  vessel  was  again  disinfected, 
and  left  for  Black  Biver  March  4th,  and  arrived  there 
March  6th,  and  left  that  port  for  Goole  April  12th,  1893. 
The  vessel  was  found  in  good  order. 

WATER  SUPPLY. 

On  ninety-four  vessels  the  water  in  use  for  drinking 
purposes  was  found  suspicious  in  its  appearance.  In  each 
case  the  masters  were  advised  to  have  it  removed,  and  the 
tanks  cleansed,  which  was  attended  to. 

On  Thursday,  February  16th,  your  Inspector  in- 
spected the  s.s.  “ Mendelssohn,”  from  Alexandria.  There 
had  not  been  any  sickness  on  board,  but  the  drinking 
water  was  found  to  be  suspicious.  He  forthwith  took  a 
sample  from  the  tank  and  submitted  it  to  the  Port 
Analyst  for  analysis,  and  presented  his  report  thereon. 
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Grains 
per  gall. 


Total  Solids  ... 

Chlorine 

Equal  to  Sodium  Chloride... 
Free  Ammonia 
Albumenoid  Ammonia 
Nitrogen  as  Nitrates 
Oxygen  absorbed  in  four  hours 
Phosphoric  Acids 


Heavy  traces 


...  11*200 
•497 
•819 
•0056 
...  *0077 

None 
•0952 


j Remarks — 

This  water  is  of  very  low  quality,  and  is  not  good 
drinking  water. 

The  tanks  w^ere  emptied  and  cleansed. 

On  Tuesday,  February  28th,  your  Inspector  removed 
from  off  the  Swedish  barquentine  “Betty,”  lying  in  the 
Victoria  Dock,  the  Chief  Officer,  who  was  suffering  from 
Typhoid  Fever,  to  the  Hospital  for  isolation.  The  Master 

informed  him  the  water  in  use  on  board  was  Hull  water ; 

% 

it  was  thick  and  cloudy.  He  took  a sample  and  submitted 
it  to  the  Port  Analyst  for  analysis,  and  presented  his  report 
thereon. 


Grains 
per  gall. 


Total  Solids  ... 

Chlorine 

Equal  to  Sodium  Chloride... 
Free  Ammonia 
Albumenoid  Ammonia 
Nitrogen  as  Nitrates 
Oxygen  absorbed  in  four  hours 
Phosphoric  Acid 


23-240 

2236 

3-687 

•0014 

•0098 

*2800 

•0700 

Traces 
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Remarks — 

This  water  is  cloudy  in  appearance,  and  is  not 
suitable  for  drinking ; in  some  respects  seems  like 
Springhead  Water,  but  it  is  evidently  contaminated,  as 
the  Albumenoid  Oxygen  and  Chlorine  tests  shew  most 
decidedly. 

The  tank  was  at  once  emptied  and  cleansed. 

On  Tuesday,  March  14th,  your  Inspector  visited  the 
Norwegian  barque  “ Russel,”  from  Savannah,  and  found 
the  drinking  water  cloudy.  He  forthwith  took  a sample 
from  the  tank,  and  submitted  it  to  the  Port  Analyst  for 
analysis,  and  presents  his  report  thereon  : — 


Total  Solids 

Grains 
per  gall. 
13*44 

Chlorine 

3*23 

Equal  to  Sodium  Chloride 

5*32 

Free  Ammonia 

*0042 

Albumenoid  Ammonia 

*0070 

Nitrogen  as  Nitrates 

none 

Oxygen  absorbed  in  four  hours  ... 

T060 

Phosphoric  Acids  ... 

Heavy  traces 

Remarks — 

This  is  a water  of  very  low  quality,  containing  a 
considerable  proportion  of  organic  matter  indicated  by  the 
Oxygen  tests,  and  Albumenoid  Ammonia. 

The  tanks  were  emptied  and  cleansed. 

On  Tuesday,  June  27th,  your  Inspector  inspected 
the  Norwegian  barque  “ Minde,”  from  Rosario.  He  found 
the  water  in  use  on  board  in  a dirty  condition,  and  at 
once  took  a sample  and  submitted  it  to  the  Port  Analyst 
for  analysis,  and  presented  his  report  thereon  - 
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Total  Solids 

Grains 
per  gall. 
61*8000 

Chlorine 

24-8500 

Equal  to  Sodium  Chloride 

40-9500 

Free  Ammonia  ... 

•0063 

Albumenoid  Ammonia  ... 

•0154 

Nitrogen  as  Nitrates 

...  none 

Oxygen  absorbed  in  four  hours 

•2604 

Phosphoric  Acid... 

Heavy  traces 

Remarks — 

This  is  a foul  water,  and  quite  unfit  for 
drinking. 

The  tanks  were  emptied  and  cleansed. 


On  Monday,  November  13th,  your  Inspector  in- 
spected the  s.s.  “Bedouin,”  from  Alexandria.  He  found 
the  drinking  water  on  board  had  been  taken  from  the 
“ Nile.”  It  being  suspicious  in  its  appearance,  he  forth- 
with took  a sample  from  the  tank  and  submitted  it  to  the 
Port  Analyst  for  analysis,  and  presented  his  report 
thereon  : 


Total  Solids 
Chlorine  ... 

Equal  Sodium  Chloride  ... 

Free  Ammonia  ... 

Albumenoid  Ammonia  ... 
Nitrogen  as  Nitrates 
Oxygen  absorbed  in  four  hours  . . 
Phosphoric  Acid  ... 


Grains 
per  gall. 
17-63 
3*47 
5*73 
*0168 
*0063 
None 
•0786 
Heavy  traces 
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Bernards — 

This  is  not  a good  drinking  water,  and  should 
be  replaced  by  better  when  possible. 

The  tanks  were  at  once  emptied  and  cleansed. 


On  Monday,  December  18th,  your  Inspector  in- 
spected the  Norwegian  barque  “ Ore,”  from  Savannah  for 
Goole.  The  drinking  water  stored  in  tanks  and  casks  was 
found  cloudy  and  suspicious.  He  took  a sample  and  sub- 
mitted it  to  the  Port  Analyst  for  analysis,  and  presented 
his  report  thereon  : — 

Grains 
per  gall. 


Total  Solids  

Chlorine  ... 

Equal  Sodium  Chloride  ... 
Free  Ammonia 
Albumenoid  Ammonia  ... 
Nitrogen  as  Nitrates 
Oxygen  absorbed  in  four  hours 
Phosphoric  Acid  ... 


...  23*52 

8*20 
...  13*51 

*0112 
*0070 
None 
*0226 
Slight  tracer 


Bemarks — 

This  is  a singular  water  ; in  appearance  opaque, 
but  the  Analysis  shews  that  it  is  not  contaminated  with 
animal  matter,  and  contains  very  little  vegetable  matter, 
Although  its  appearance  is  against  it,  I cannot  pronounce 
it  a bad  water. 


Your  Inspector  advised  the  Master  to  have  the 
tanks  emptied  and  cleansed,  and  a fresh  supply  of  water 
taken  on  board.  This  was  forthwith  attended  to. 
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The  following  are  the  detailed  particulars  of  each 

case 

Erysipelas — 

s.s.  “ Montebello.” 

On  the  4th  January,  at  12-35  p.m.,  I inspected  the 
s.s.  “ Montebello,”  from  Christiania,  with  a crew  of  32 
hands  all  told,  and  investigated  the  cause  of  sickness  of 
the  second  officer,  aged  46  years,  suffering  from  Erysipelas. 

The  vessel  left  Christiania  on  the  30th  December, 
and  arrived  at  Hull  on  the  1st  January. 

The  foregoing  sickened  on  the  1st  January.  He 
was  forthwith  removed  to  Hospital,  and  the  vessel  was 
thoroughly  disinfected. 

Small  Pox — 

s.s.  “Brenner.” 

On  the  14th  January,  at  11-30  a.m.,  I inspected  the 
s.s.  “ Brenner,”  from  Smyrna,  with  a crew  of  22  hands 
all  told,  and  investigated  the  cause  of  sickness  of  the 
second  officer,  aged  25  years,  suffering  from  Small  Pox. 

The  vessel  arrived  at  Smyrna  from  Genoa  on  the 
4th  December,  1892,  left  Symrna  on  the  18th  for  Kellerik, 
and  arrived  on  the  19th.  The  vessel  left  Kellerik  for 
Malta  on  the  21st,  and  arrived  on  the  23rd.  Left  Malta 
for  London  on  the  25th  December,  and  arrived  on  the 
6th  January.  Upon  arrival,  an  able  seaman,  aged  22 
years,  was  found  to  have  developed  Small  Pox.  He  was 
forthwith  removed  to  the  Hospital. 

The  vessel  left  London  for  Hull,  on  the  10th  January, 
and  arrived  on  the  12th. 

The  second  officer  sickened  on  the  10th,  and  the 
rash  appeared  on  the  12th. 

He  was  forthwith  removed  to  the  Hospital,  and  the 
berth  he  had  occupied  was  thoroughly  fumigated,  and  the 
vessel  disinfected. 


* 
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Typhoid  Fever — 

s.  “ Betty.” 

On  the  28th  February,  at  10-30  a.m.,  I inspected  the 
barquentine  “Betty,”  with  a crew  of  9 hands  all  told, 
lying  in  the  Victoria  Dock,  and  investigated  the  cause  of 
sickness  of  the  chief  officer,  aged  31  years,  suffering  from 
Typhoid  Fever. 

He  sickened  on  the  21st  February  and  was  forth- 
with removed  to  the  Hospital,  and  the  vessel  thoroughly 
disinfected. 

Diphtheria — 

s.s.  “ Juno.” 

On  the  27th  March,  at  12-30  a.m.,  I inspected  the 
s.s.  “ Juno,”  from  Stavanger,  with  a crew  of  24  hands  all 
told  and  367  emigrants,  and  investigated  the  cause  of 
sickness  of  a female  emigrant,  aged  9 years,  suffering  from 
Diphtheria. 

The  vessel  left  Stavanger  for  Hull  on  the  25th 
instant,  and  arrived  at  Hull  on  the  27th  instant. 

The  patient  was  forthwith  removed  to  the  Hospital, 
and  the  vessel  was  thoroughly  disinfected. 

Small  Pox — 

s.s.  “ Panthek.” 

On  the  15th  April,  at  7-30  p.m.,  I inspected  the  s.s. 
“ Panther,”  with  a crew  of  9 hands  all  told,  lying  in  the 
river  Humber,  receiving  vessel  for  free  labourers,  and  in- 
vestigated the  cause  of  sickness  of  a seaman,  aged  22 
years  ; one  indifferent  mark  of  vaccination,  suffering  from 
Small  Pox. 

The  vessel  arrived  at  the  mooring  station  on  the 
13th  instant,  and  the  foregoing  sickened  on  the  12th,  the 
rash  appearing  on  the  14th  instant. 

He  was  forthwith  removed  to  the  Hospital,  and  the 
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berth  he  had  occupied  was  thoroughly  fumigated,  and  the 
vessel  cleansed  and  disinfected.  The  whole  of  the  crew 
and  those  on  board  were  re-vaccinated. 

Typhoid  Fever — 

s.s.  <£  Galileo.” 

On  the  3rd  June,  at  7-30  p.m.,  I inspected  the  s.s. 
“ Galileo,”  from  New  York,  with  a crew  of  44  hands  all 
told,  and  one  passenger,  and  investigated  the  cause  of 
sickness  of  a seaman,  aged  29  years,  suffering  from 
Typhoid  Fever. 

The  vessel  left  New  York  for  Hull  on  the  20th  May, 
all  well  on  board,  and  the  foregoing  sickened  on  the  26th 
June. 

He  was  forthwith  removed  to  the  Hospital,  and  the 
vessel  was  thoroughly  fumigated. 

I regret  to  inform  you  that  he  died  on  June  10th. 

Diarrhcea — 

s.s.  “ Swift.” 

On  the  23rd  July,  at  7 p.m.,  the  Deputy  Medical 
Officer  of  Health  inspected  the  s.s.  “ Swift,”  from  Rotter- 
dam, with  a crew  of  17  hands  all  told,  and  12  passengers, 
and  examined  a consular  passenger  aged  45  years,  suffer- 
ing from  Diarrhoea. 

The  vessel  left  Rotterdam  for  Hull  on  the  22nd  July, 
and  he  sickened  on  the  same  day.  He  was  forthwith  re- 
moved to  the  Hospital,  and  the  vessel  was  thoroughly  dis- 
infected. He  was  discharged  convalescent  on  the  16th 
August. 

Diarrhcea — 

s.s.  “ Dido.” 

On  the  7th  August,  at  1-30  p.m.,  the  Deputy  Medical 
Officer  of  Health  inspected  the  s.s.  “Dido,”  from  Mar- 
seilles, with  a crew  of  18  hands  all  told,  and  examined 
a lamp  trimmer,  aged  39,  suffering  from  Diarrhoea. 
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The  vessel  left  Marseilles  for  Hull  on  the  26th  July, 
and  he  sickened  on  the  31st  July. 

He  was  forthwith  removed  to  the  Hospital  for  obser- 
vation, and  the  vessel  was  thoroughly  disinfected. 

He  was  discharged  convalescent  on  August  18th. 

Diarrhoea — 

s.s.  “Goatland.” 

On  the  5th  September,  at  8-30  p.m.,  the  Deputy- 
Medical  Officer  of  Health  inspected  the  s.s.  “ Goatland,” 
from  Oscarshamn,  with  a crew  of  9 hands  all  told,  and 
investigated  the  cause  of  sickness  of  the  Chief  Officer,  aged 
31  years,  suffering  from  Diarrhoea. 

The  vessel  left  Oscarshamn  on  the  16th  August,  and 
arrived  at  Hull  on  the  28th  August. 

The  foregoing  sickened  on  the  2nd  September. 

He  was  forthwith  removed  to  the  Hospital,  and  the 
vessel  was  thoroughly  disinfected. 

He  was  discharged  convalescent  on  the  19th  Sep- 
tember. 

Diarrhoea — 

s.  “Felicia.” 

On  the  6th  September,  at  11-30  a.m.,  I inspected  the 
barque  “Felicia,”  from  Sundswald,  with  a crew  of  11 
hands  all  told,  and  investigated  the  cause  of  sickness  of 
the  Chief  Officer,  aged  31  years,  suffering  from  Diarrhoea. 

The  vessel  left  Sundswald  on  the  1st  August,  and 
arrived  at  Hull  on  the  24th,  all  well  on  board. 

The  foregoing  sickened  on  the  30th  August. 

He  was  forthwith  removed  to  the  Hospital,  and  the 
vessel  was  thoroughly  disinfected. 

He  was  discharged  convalescent  on  the  12th  Sep- 
tember. 


21 


On  the  7th  September,  at  11-30  a.m.,  I again  in- 
spected the  “ Felicia.” 

An  A.B.  Seaman,  aged  33  years,  was  suffering  from 
Diarrhoea. 

He  was  immediately  removed  to  the  Hospital,  and 
the  vessel  again  disinfected. 

He  was  discharged  convalescent  on  the  11th  Sep- 
tember. 

Diarrhoea — 

s.  “ John  Fougt.” 

On  the  7th  September,  at  12-10  p.m.,  I inspected 
the  barque  “John  Fougt,”  from  Nedir  Kaalix,  with  a 
crew  of  12  hands  all  told,  and  investigated  the  cause  of 
sickness  of  two  A.B.  Seamen,  aged  17  and  18  years 
respectively,  suffering  from  Diarrhoea. 

The  vessel  left  Nedir  Kaalix  on  the  21st  July,  and 
arrived  at  Hull  on  the  25th  August,  all  well  on  board. 

The  former  sickened  on  the  6th  September,  and  the 
latter  on  the  7th. 

They  were  forthwith  removed  to  the  Hospital,  and 
the  vessel  was  thoroughly  disinfected. 

They  were  discharged  convalescent  on  the  11th 
September. 

Diarrhoea — 

s.s.  “ Bredwalda.” 

On  the  13th  August,  at  8-40  a.m.,  I inspected  the 
s.s.  “ Bredwalda,”  from  Alexandria,  with  a crew  of  28 
hands  all  told,  and  two  passengers,  and  examined  an  A.B. 
seaman,  aged  60  years,  suffering  from  Diarrhoea. 

The  vessel  left  Alexandria  for  Hull  on  the  27th  July, 
all  well  on  board,  and  the  foregoing  sickened  on  the  3rd 
August. 
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He  was  forthwith  removed  to  the  Hospital,  and  the 
vessel  was  thoroughly  disinfected. 

I regret  to  inform  you  that  he  died  about  8-30  p.m. 
on  the  same  day. 

The  body  was  interred  in  the  Hedon  Road  Cemetery 
on  the  14th  August. 

Small  Pox — 

s.s.  “ Kirkheaton.” 

On  the  13th  September,  at  10-40  a.m.,  I inspected 
the  s.s.  “ Kirkheaton/’  from  Alloa,  with  a crew  of  14  hands 
all  told,  and  investigated  the  cause  of  sickness  of  the 
Steward,  aged  40  years,  suffering  from  Small  Pox. 

The  vessel  left  Goole  for  Ferneuzen  on  the  25th 
August,  arrived  at  Boston  30th  August,  left  for  Sunderland 
on  the  2nd  September,  and  arrived  on  the  3rd;  left  Sunder- 
land on  5th,  and  arrived  at  Goole  on  the  6th.  The  vessel 
left  Goole  for  Alloa  on  the  7th,  left  that  port  on  the  12th 
September  for  London,  in  consequence  of  the  sickness  of 
the  foregoing,  put  in  the  Humber,  and  arrived  at  this  port 
at  9-30  p.m.  on  the  13th. 

The  patient  was  forthwith  removed  to  the  Hospital, 
and  the  berth  he  had  occupied  was  thoroughly  fumigated, 
and  the  vessel  disinfected. 

He  was  discharged  convalescent  on  the  9th  November. 

On  the  26th  September,  at  10  a.m.,  I again  inspected 
the  s.s.  “ Kirkheaton,”  from  Sunderland,  and  investigated 
the  cause  of  sickness  of  the  Second  Mate,  aged  47  years ; 
and  the  Chief  Engineer,  aged  38  years,  suffering  from 
Small  Pox. 

The  vessel  left  Sunderland  for  Hull  at  4-30  p.m.  on 
the  24th  September,  and  arrived  at  this  Port  on  the  26th. 

The  foregoing  sickened  on  the  23rd  instant  respec- 
tively. 
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They  were  forthwith  removed  to  the  Hospital,  and 
the  berths  they  had  occupied  were  thoroughly  fumigated, 
and  the  vessel  disinfected. 

They  were  discharged  convalescent  on  the  12th 
October  and  9th  November  respectively. 

Typhoid  Fever — 

s.s.  “ Lady  Armstrong.” 

On  the  29th  October,  at  10-45  a.m.,  the  Deputy 
Medical  Officer  of  Health  inspected  the  s.s.  “ Lady 
Armstrong,”  from  Odessa,  with  a crew  of  33  hands  all 
told,  and  investigated  the  cause  of  sickness  of  a Fireman, 
aged  25  years,  suffering  from  Typhoid  Fever. 

The  vessel  left  Odessa  on  the  11th  October,  and  he 
sickened  on  the  16th. 

He  was  forthwith  removed  to  the  Hospital  for 
isolation,  and  the  vessel  was  thoroughly  disinfected. 

He  is  still  under  treatment  in  the  Hospital. 

Scarlet  Fever — 

Fishing  Smack  “William  Boyes.” 

On  the  8th  November,  at  8-30  p.m.,  I inspected  the 
Fishing  Smack  “ William  Boyes,”  from  the  fishing 
grounds,  with  a crew  of  five  hands  all  told,  and  investigated 
the  cause  of  sickness  of  the  deck-hand,  aged  19  years, 
suffering  from  Scarlet  Fever. 

The  vessel  left  Hull  about  3-0  p.m.  on  the  3rd 
November,  all  well  on  board,  and  he  sickened  shortly 
after  leaving  port. 

He  was  forthwith  removed  to  the  Hospital  Ship, 
and  the  vessel  was  thoroughly  fumigated. 

Scarlet  Fever — 

s.s.  “ Cambridge.” 

On  the  6th  December,  at  3-0  p.m.,  I received  notifi- 
cation from  a medical  practitioner  that  a seaman,  aged  17 
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years,  on  board  the  s.s.  “ Cambridge,”  from  Harwich, 
lying  on  Messrs.  Earles’  slip,  was  suffering  from 
Scarlatina. 

He  was  removed  to  the  Hospital  Ship,  and  the 
vessel  was  thoroughly  fumigated. 

Small  Pox — 

s.s.  “ Derwent.” 

On  the  24th  December,  at  5-15  p.m.,  I inspected  the 
s.s.  “ Derwent,”  from  Rotterdam,  with  a crew  of  seventeen 
hands  all  told,  and  investigated  the  cause  of  sickness  of  a 
fireman,  aged  39  years  (2  indifferent  marks  of  vaccination), 
suffering  from  Small  Pox. 

The  vessel  left  Goole  for  Rotterdam  on  the  21st 
December,  all  well  on  board,  and  arrived  at  that  port  on 
the  22nd,  left  Rotterdam  for  Goole  on  the  23rd,  calling  at 
Hull  on  the  24th  to  discharge  part  of  cargo.  The  patient 
sickened  on  the  21st. 

He  was  forthwith  removed  to  the  Hospital,  and  the 
vessel  was  thoroughly  fumigated. 

The  names  and  addresses  of  the  crew  were  taken 
and  duly  forwarded  to  the  Inspector  of  Nuisances,  at 
Goole. 

Diphtheria — 

s.s.  “ Minister  Tak.” 

On  the  27th  December,  at  12-45  p.m.,  I inspected 
the  s.s.  “ Minister  Tak,”  lying  in  the  Alexandra  Dock, 
from  Flushing,  with  a crew  of  sixteen  hands  all  told,  and 
investigated  the  cause  of  sickness  of  the  Carpenter,  aged 
37  years,  suffering  from  Diphtheria. 

The  vessel  left  Flushing  on  the  24th  December,  and 
arrived  at  Hull  on  the  25th,  all  well  on  board. 

The  patient  sickened  on  the  26th  December,  and 
was  seen  by  a medical  practitioner  on  the  27th,  who  in 
due  course  notified  the  Port  Sanitary  Authority. 
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He  was  forthwith  removed  to  the  Hospital  Ship,  and 
the  vessel  was  thoroughly  fumigated. 

MOORING  STATION. 

In  confirmation  of  the  recommendation  made  by  the 
Authority,  an  important  conference  took  place  between 
your  Authority,  the  Collector  of  Her  Majesty’s  Customs, 
and  the  Pilots  Commissioners  in  reference  to  the  alteration 
of  the  mooring  station  for  vessels  under  the  Cholera 
Regulations  from  the  present  position,  namely: — White- 
booth  Roads,  to  a point  between  No.  6,  Sunk  Spit  Buoy 
and  No.  7 Block,  wTell  to  the  northward  of  Killingholme 
Lights  (in  one),  and  after  hearing  the  representations 
made,  your  Authority  decided  to  recommend  the  Local 
Government  Board  to  make  such  alteration  accordingly. 

An  Order  was  issued  by  the  Local  Government 
Board,  dated  the  19th  July,  confirming  the  said  recom- 
mendations. 

FISH  UNFIT  FOR  FOOD. 

On  Monday,  September  4th,  your  Inspector  inspected 
the  Norwegian  brig  “ Vesta,”  lying  in  the  Victoria  Dock. 
A complaint  was  made  to  him  about  a cask  of  fish,  which, 
on  examination  he  found  to  be  in  a putrid  condition, 
causing  a serious  nuisance.  He  at  once  notified  the 
Master,  and  he  gave  the  fish  to  him  to  be  destroyed, 
which  was  at  once  attended  to. 

SMOKE  NUISANCE. 

Vessels  lying  at  the  ports  of  Hull  and  Goole  have 
been  watched  ; and  bills  of  precaution  have  been  left  on 
board  steamships,  with  a request  to  those  in  charge  of 
the  fires  to  be  careful  when  firing  up. 

EMIGRANT  DEPOTS. 

The  Emigrant  depots  have  been  inspected  every 
week,  and  found  in  good  order. 
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EMIGRANTS. 


During  the  year  1893,  46,553  emigrants  have  passed 
through  the  port  en  route  to  America,  as  against  60,508 
in  the  corresponding  period  of  1892. 

The  following  tabulated  statement  gives  the  number 
of  emigrants  who  have  passed  through  the  port  for 
America,  via  Liverpool,  during  the  past  twelve  years  : — 
Year.  No.  of  emigrants. 


1882 

1883 

1884 

1885 

1886 

1887 

1888 

1889 

1890 

1891 

1892 

1893 


• • 


64,937 

39,994 

31,039 

31,420 

43,523 

62,802 

70,578 

58,076 

56,139 

63,869 

60,508 

46,553 


PRECAUTIONS  AGAINST  THE  INTRODUCTION 

OF  CHOLERA. 

CHOLERA  REGULATIONS. 


Nineteen  vessels  have  been  thoroughly  disinfected 
and  cleansed,  and  a certificate  to  that  effect  given  to 
the  masters  of  vessels  leaving  Hull  for  Antwerp,  by  your 
Medical  Officer  of  Health. 

s.s.  “ Ninian  Stuart.” 


On  the  31st  August,  at  7-40  p.m.,  I inspected  the 
s.s.  Ninian  Stuart,”  from  Ibrail,  with  a crew  of  20  hands, 
all  told. 

She  arrived  at  the  port  of  Ibrail  on  the  17th  July, 
from  Cardiff,  and  eft  on  the  4th  August,  for  Hull. 
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The  vessel  arrived  at  Malta  on  the  14th  August,  left 
that  port  for  Gibraltar  on  the  same  day,  arriving  there  on 
the  19th,  and  left  Gibraltar  on  the  22nd,  for  Hull.  Fresh 
supplies  of  drinking  water  were  taken  in  at  Malta  and 
Gibraltar. 

She  coaled  at  Portland  on  the  29th,  when  she  was 
medically  inspected  by  the  Port  Medical  Officer  of  Health 
(Dr.  Simpson),  and  underwent  thorough  disinfection,  and 
a certificate  was  given  that  there  was  no  infectious  disease 
on  board. 

A fireman,  aged  25  years,  sickened  on  the  3rd  of 
August,  and  died  on  the  21st  August,  at  Gibraltar,  and 
was  buried  at  sea.  Cause  of  death  believed  to  be  Malarial 
Fever. 

On  the  8th  of  August,  the  boatswain,  aged  48  years, 
sickened  with  Diarrhoea,  cramps,  and  vomiting,  and  died 
on  the  9th  August,  and  was  buried  at  sea.  Cause  of  death 
believed  to  be  Cholera. 

Upon  the  arrival  of  the  vessel  at  this  port  the  crew 
were  medically  examined  individually,  and  a certificate 
given  to  Her  Majesty’s  Customs  in  accordance  with  the 
regulations. 

DISINFECTION  OF  RAGS. 

The  Heavy  Woollen  District  Disinfecting  Company, 
Limited,  obtained  permission  to  erect  a steam  Disinfector, 
for  the  purpose  of  carrying  out  the  disinfection  of  rags  in 
accordance  with  the  requirements  of  the  Order  of  the 
Local  Government  Board,  dated  the  14th  December, 
1892. 

The  conveyance  and  disinfection  of  the  rags  was 
carried  out  under  the  supervision  of  the  Sanitary  Officials, 
and  a certificate  given  by  your  Medical  Officer  of  Health, 
in  accordance  with  the  Order. 


On  the  5th  August,  the  Local  Government  Board 
issued  an  Order  rescinding  the  requirements  of  previous 
Orders,  in  so  far  as  the}'  relate  to  rags  packed  in  bales  and 
imported  as  merchandise. 

Your  Authority  expressed  a strong  opinion  as  to  the 
danger  of  the  introduction  of  cholera,  owing  to  the  issuing 
of  such  Order  by  the  Local  Government  Board,  and  repre- 
sentations to  that  effect  were  conveyed  to  the  Board. 

SPECIAL  CHOLEBA  PBECAUTIONS. 

Early  in  May  Dr.  Thompson,  of  the  Local  Govern- 
ment Board,  paid  a visit  and  conferred  with  the  Authority, 
and  made  the  following  recommendations  : — 

Inspection  of  Coasting  Traffic. — The  Port 
Sanitary  Authority  should  remember  that  in  the  event 
of  our  own  Ports,  or  some  of  them,  becoming  infected 
with  Cholera,  the  traffic  coastwise  may  be  a means  of 
introducing  Cholera  into  their  District,  and  that 
accordingly  they  should  be  prepared  to  make  arrange- 
ments, if  need  arise,  for  the  regular  supervision  and 
medical  inspection,  by  night  as  well  as  by  day,  of  all 
vessels  coming  coastwise,  including  any  fishing  boats 
which  leave  the  waters  of  the  port. 

He  also  made  the  following  suggestions  for  the  con- 
sideration of  the  Authority,  namely 

1.  That,  inasmuch  as  the  existing  Cholera 
Hospital  would  probably  be  not  available  for  months, 
on  account  of  Small  Pox,  a special  pavilion  should  be 
kept  at  the  Sanatorium  for  Cholera  patients,  so  as  to 
make  provision  for  the  time  being  ; but  it  seemed  to 
him  that  the  cheapest  and  most  satisfactory  provision 
that  the  Authority  could  make,  would  be  to  hire  a 
hulk,  fit  it  up  temporarily,  and  moor  it  in  the  river. 
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2.  That  on  account  of  the  danger  of  arousing 
popular  feeling  against  Cholera  patients  being  taken 
into  the  Goole  Hospital,  the  Authority  should  try  and 
make  some  temporary  provision  for  Goole,  say  a mar- 
quee or  a wooden  hospital  on  the  river  side,  or  a hulk 
in  the  river. 

3.  That  in  a very  important  port  of  this  kind, 
a steam  launch  was  wanted,  which  would  be  useful  for 
landing  patients,  and  would  enable  the  Authority’s 
Officers  to  make  their  inspections  more  easily. 

4.  That  the  Authority  should  appoint  a Deputy 
Medical  Officer  at  Goole,  with  whom  the  Customs 
could  communicate  if  necessary. 

Whereupon  Mr.  Councillor  Kessen  and  the  Medical 
Officer  of  Health  were  requested  to  report  upon  such 
suggestions,  and  obtain  all  possible  information  as  to  the 
cost,  &c.,  of  carrying  out  the  same. 

The  report  was  in  due  course  presented  to  the 
Authority,  when  they  decided  upon  the  purchase  of  a hulk, 
to  be  converted  into  a hospital  and  moored  in  the  Humber, 
for  the  reception  and  treatment  of  cases  of  cholera  and 
other  infectious  diseases  occurring  on  board  ship. 

The  vessel  purchased,  and  which  was  built  in  1856,  is 
of  the  following  dimensions,  namely  : — 

Length  ...  ...  144  feet  3 inches. 

Beam  ...  ...  25  ,,  8 ,, 

Depth  ...  ...  16  ,,  8 ,, 

Cubical  capacity  of  hold,  41,500  cubic  feet. 

The  hulk  was  remodelled  and  furnished  as  a hospital 
ship,  affording  accommodation  for  20  patients  and  the 
necessary  staff. 

One  of  Washington  Lyons’  newly-constructed  Dis- 
infectors, was  also  provided  at  a cost  of  T218. 
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The  total  cost  of  the  vessel,  furnishing,  and  fittings, 
was  £3600. 

The  vessel,  after  undergoing  the  necessary  alterations, 
was  moored  in  the  Humber  on  the  11th  August. 

A Floating  Hospital  was  also  provided  at  the  Port 
of  Goole,  affording  accommodation  for  six  patients  and 
staff,  and  is  of  the  following  dimensions — length,  59  feet ; 
beam,  12  feet  6 inches. 

The  cost  of  the  vessel,  including  furniture  and 
fittings,  was  £550. 

The  vessel  was  moored  in  the  Ouse  on  the  1st 
September. 

In  August,  a steam  launch  was  provided  for  the  use 
of  the  Authority,  at  a cost  of  £750. 

The  launch  was  commissioned  and  ready  for  use  on 
the  30th  August. 

In  November,  Dr.  Thompson,  of  the  Local  Govern- 
ment Board,  visited  Hull,  and  held  an  enquiry  upon  the 
application  of  the  Authority  for  sanction  to  borrow  the 
sum  of  £5000,  being  the  expenses  of  providing  and  fitting 
up  the  Hull  and  Goole  Hospital  Ships  and  Steam  Launch. 

CHOLERA  EXPENSES. 

At  the  conference  of  Port  Sanitary  Authorities,  held 
at  the  Guildhall,  on  the  17th  February  last,  the  following 
resolution  was  unanimously  passed,  namely  : — - 

“ That  this  conference  is  of  opinion  that  inas- 
much as  special  Cholera  precautions,  carried  out  by 
the  Port  Sanitary  Authorities  of  the  Kingdom,  are  for 
the  benefit  of  the  whole  population,  those  precautions, 
as  far  as  they  are  special,  should  be  carried  out  at  the 
Imperial  expense.” 

A second  meeting  of  Port  Sanitary  Authorities  was 
held  in  London  in  April,  when  a deputation  was  appointed 
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of  17  Members  of  Parliament  present,  to  obtain  for  the 
Port  Sanitary  Authorities  an  opportunity  to  urge  the 
matter  before  the  Chancellor  of  the  Exchequer  and  the 
President  of  the  Local  Government  Board. 

The  result  of  the  Port  Sanitary  Authorities’  applica- 
tion was  unsuccessful. 

In  support  of  these  resolutions  your  Authority  pro- 
posed the  formation  of  a North  Eastern  Provincial  Port 
Sanitary  Association,  and  with  that  object  in  view,  invited 
the  Port  Sanitary  Authorities  of  North-East  England 
(including  Grimsby)  to  send  representatives  to  a confer- 
ence to  be  held  at  the  Town  Hall,  Hull,  to  consider  : — 

1.  The  steps  which  should  be  taken  to  secure 
the  payment  out  of  the  Imperial  Exchequer  of  the 
special  expenses  incurred  by  Port  Sanitary  Authorities 
in  taking  precautions  against  Cholera  ; and 

2.  The  desirability  of  forming  an  association 
to  be  called  the  North  East  Provincial  Port  Sanitary 
Association.  This  proposal  still  remains  under  con- 
sideration. 

The  preventive  measures  adopted  by  your  Authority 
against  the  importation  of  Cholera,  were  based  upon  the 
Orders  and  regulations  issued  from  time  to  time  by  the 
Local  Government  Board. 

My  thanks  are  due  to  Dr.  Close,  the  Deputy 
Medical  Officer  of  Health,  and  Dr.  Blair,  of  Goole ; and  to 
the  Port  Sanitary  Inspector,  and  his  Assistants  for  their 
unremitting  attention  in  the  performance  of  their  duties. 
The  Collector  of  Customs,  and  his  various  Officials  (especi- 
ally those  of  the  Waterguard,  with  whom  we  have  been  so 
intimately  associated),  I must  thank  for  the  kind  courtesy 
and  assistance  which  the  Officers  of  your  Authority  have 
invariably  received.  My  thanks  are  also  due  to  the 
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Principal  Officer  of  the  Board  Trade,  and  especially  to 
the  Masters  and  Owners  of  Shipping  for  their  valuable 
assistance  and  co-operation  in  enabling  me  to  carry  out 
the  various  duties  devolving  upon  the  administration  of 
the  Port  Sanitary  Authority. 

I am,  Gentlemen, 

Your  obedient  Servant, 

JOHN  W.  MASON, 

Medical  Officer  of  Health. 
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